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ACTION SY-05 

INFO OCT-01 ISO-OO /006W 

119655 070129Z/66 

R 062154Z SEP 77 
FM AMEMBASSY OTTAWA 
TO SECSTATE WASHDC 4672 

CONFIDENTIAL OTTAWA 08071 

FOR A/SY/T AND A/SY/FO 

E.O. 11652: GDS 
TAGS: ASEC 

SUBJECT: TECHNICAL SERVICES REQUEST FOR OTTAWA 

1 . FOLLOWING IS A LIST OF TECHNICAL SERVICES NEEDED IN 
OTTAWA: 

— A. OMNI SPECTRA PERIMETER ALARMS AND MONITOR AT 
AMBASSADOR'S RESIDENCE NOT COMPLETELY INSTALLED ALTHOUGH 
TSO MADE EVERY EFFORT TO GET SYSTEM OPERATIONAL; 

— B. USIS DOOR CONTACTS ARE PRESENTLY BEING MONITORED 
ON ZONE 6 OF AES 630 AND SHOULD BE MOVED TO ZONE 9 OF 
PDI 803; 

— C. COOLING SWITCH (THERMOSTAT CONTROL) ON ACR AIR- 
CONDITIONER MALFUNCTIONS AND MUST BE RESET FOR EACH USE 
IN ORDER TO ACTIVATE THE COMPRESSOR; 

— D. A SWITCH ON ONE OF THE TWO USIS CCTV MONITORS TO 
ACTIVATE EITHER CAMERA AND ELIMINATE ONE MONITOR; 

— E. EITHER REROUTE OR PLACE COAX CCTV CABLE IN C&R IN 
CONDUIT; 

CONFIDENTIAL 

CONFIDENTIAL 

PAGE 02 OTTAWA 08071 062159Z 

— F. INCLUDE C&R IN CHANERY'S EMERGENCY ALARM SYSTEM. 

2. IN THE EVENT TSO GORDON IS NOT SCHEDULED FOR THE RETURN 
TRIP. HE SHOULD BRIEF WHOMEVER WILL BE ASSIGNED SINCE 
GORDON IS FAMILIAR WITH ALL THE PROBLEMS. DUEMLING 
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